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PRC: NAINLANP MEPICAL TREATMENTS SHOWN IN HONG KONG 

owibms 

BEIJINLG XINHUA IN ENGLISH IbOO GMT lb SEP 87 

•C-CTEXT}} HONG KONG-, SEPTEMBER lb EXINHUAJ — NEITHER PRUGS NOR 
OPERATIONS ARE NEEPEP WHEN PATIENTS-, ESPECIALLY THOSE WITH 
CHRONIC PISEASES-, ARE TREATEP BY BEING EXPOSEP TO SPECTRUM OF AN 
APPARATUS WHICH IS PEVELOPEP IN THE CHINESE MAINLANP ANP ON SHOW 
HERE NOW. 

AN EXPERT TOLP XINHUA AT THE SHOW THAT CLINICAL TREATMENT OF 
18. b MILLION PATIENTS HAVE PROVEP THE APPARATUS-, NAMEP 
WS-FREdJUENCY SPECTRUM EFFECT PHYSIATRICS APPARATUS -CWS-FSEPA1 -, 

ARE EFFECTIVE FOR BRONCHITIS-, ASTHMA-, GASTRIC ULCER-, 

ACUTE/CHRONIC ENTERITIS-, OMITISi ARTHRITIS-, INFLAMMATION OF 
CERVICAL VERTEBRA ■> AS WELL AS A POZEN OF GYNAECHOLOGIC ANP 
PAEPI ATRIC SYMPTOMS. 

XIE CHENYAN-, PIRECTOR OF THE YUNNAN PROVINCIAL SCIENCE ANP 
TECHNOLOGY CENTER-, SAIP THAT INVENTION OF THE APPARATUS-, WHICH 
WON THE GOLP MEPAL FROM WORLP INTELLECTUAL PROPERTY ORGANIZATION 
IN n85 ANP GAINEP THE FIRST GRAPE CAVALIER MEPAL FROM THE WORLP 
NEW INVENTION EXPOSITION IN BRUXELLES IN 118b-, IS THE RESULT OF 
MARRIAGE OF THEORY OF MOPERN BIOMEPICAL ENGINEERING WITH THAT OF 
TRAPITIONAL CHINESE MEPICINE. 

THE FREQUENCY SPECTRUM FROM THE APPARATUS CAN STIMULATE THE 
RESONANCE OF BOPY PARTICLES-, CREATE "INTERNAL THERMAL REACTION" 
ANP BIOCHEMICAL REACTION IN THE AREA OF INFECTION-, REGULATE 
BIOELECTRIC FIELP IN THE BOPY ANP PROMOTE METABOLISM. 

WS-FSEPA IS ONE OF THE BOD INVENTIONS ANP TECHNOLOGIES 
EXHIBITEP AT THE CHINA TECHNOLOGY EXPORT SHOW WHICH OPENEP HERE 
TOPAY. NEW MEPICAL APPARATUS ANP PRUGS ACCOUNT FOR ID PERCENT OF 
THE ITEMS ON SHOW. 
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OTHER MEDICAL APPARATUS AWARDED INTERNATIONAL OR NATIONAL 
PRIZES INCLUDE THE AUGMENTED MODEL OF SEQUENTIAL EXTERNAL 
CORPOREAL COUNTER-PULSATION DEVICE-. WHICH IS EFFECTIVE FOR TS 
PERCENT OF ANGINA PECTORIS AND MYOCARDIAL INFARCTION CASES-. 
VESSEL ANASTOMAT-, WHICH HELPS SURGEON JOIN A DAMAGED OR SERVERED 
VESSEL IN 3-5 MINUTES — 5-b TIMES FASTER THAN MANUAL 
ANASTOMOSIS-. AND ELECTRONIC WALK HELPER-. AN APPARATUS FOR 
PATIENTS WITH HEMIPLEGIA-. INCOMPLETE PARALEGIA-. CEREBRAL 
INFANTILE PARALYSIS AND THE SEQUELAE OF POLIO TO IMPROVE 
NEUCOMUSCULAR FUNCTION OR CORRECT PUBERTAL SCOLIOSIS. 
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